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Message Text 

CONFIDENTIAL 

PAGE 01 STATE 226596 
ORIGIN OC-06 

INFO OCT-01 CCO-OO ISO-OO SY-05 OCPE-OO /012 R 

DRAFTED BY OC/S:WPCAMUTI:RMJ 
APPROVED BY A/OC:S E BRANCH 
OC/S:D LACHMAN (ACTING) 

SY/T:L JACKSON (SUBS) 

A/OC-EUR:D E SEDLACEK 
DESIRED DISTRIBUTION 
OC/PE 

001749 071928Z/11 

R 071533Z SEP 78 
FM SECSTATE WASHDC 
TO AMEMBASSY BERLIN 
INFO AMEMBASSY BONN 
AMCONSUL FRANKFURT 

CONFIDENTIAL STATE 226596 

BONN FOR RCO, FRANKFURT FOR OIC/RTC 

E.O. 11652: GDS 

TAGS: AFAC.ASEC 

SUBJECT: CCC INTRUSION ALARM SYSTEM 

REF: (A) BERLIN 05440, (B) BERLIN TECHNICAL SERVICES 
REPORT DTD 2/10/78, (C) STATE A-2819 

1 . INTRUSION ALARM INSTALLATION IDENTIFIED IN REFERENCE 
(B) IS AUTHORIZED. HOWEVER, AS THE ARITECH SS718SS SMOKE 
DETECTORS ARE NOT APPROVED FOR COMMCENTER USE.THEY MUST 
NOT BE INSTALLED. 

2. REFERENCE (C), SHOULD BE FOLLOWED FOR GUIDANCE IN 
CONFIDENTIAL 

CONFIDENTIAL 

PAGE 02 STATE 226596 

REGARD TO FIRE DETECTION. 

3. IN VIEW OF PREVIOUS CCC UPGRADE, ADVISE IF EXCESS 
CONDUIT AND HARDWARE MATERIALS ARE AVAILABLE AT POST TO 
ACCOMPLISH INTRUSION ALARM INSTALLATION. 

4. IN THE EVENT INSTALLATION MATERIALS ARE NOT AVAILABLE, 
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COST OF MATERIALS WILL BE FORWARDED TO FACILITATE REQUIRED 
POST FUNDING. CHRISTOPHER 


CONFIDENTIAL 


NNN 
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Disposition Comment: 25 YEAR REVIEW 
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Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 
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Enclosure: n/a 

Executive Order: GS 
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Expiration: 
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Format: TEL 
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Handling Restrictions: n/a 
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ISecure: 1 
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Line Count: 64 
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